

Dr. JE^^ymond H. Blackjnore 
Philip Morris, Inc. 
Research Center 
P. O. Box 3D 
Richmond 6, Virginia 


Dear Dr. Blackmores 



In accordance with your request I am sending you a copy of the 
method we have used for determining tar and. nicotine content of 
cigarette smoke. 

With best wishes, lam 1 

Sincerely yours. 




JMFjhn-p. 

Enc. 



PM3000830507 

Source: https://www.industrydocuments.ucsf.edu/docs/pmpk0001 









